The contents of these tanks were not being used or consumed at the
time this citation was issued.  The tank valves were not closed.  Nor
was this a situation in which the torch operator momentarily extinguished
the torch while remaining at his work bench.  The hazard of accidental
ignition of highly flammable gases in an underground mine needs no
verbal underpinning. "Temporary" periods of absence, for task related
reasons, is not approved in this or any related standard.

To me a violation of the standard, a very serious violation, of a
magnitude with devastating potential for injury or death to miners, for
whose protection this Act has been written, has been established.

I therefore dissent.

A. E. Lawson, Commissioner
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